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WILLIAM BERLONI 
WILLIAM BERLONI THEATRICAL 
ANIMALS, INC 


18 OLD COUNTY ROAD 
HIGGANUM, CT 06441 


Customer ID; 2297 
Certificate: 16-C-0014 

Site: 001 

WILLIAM BERLONI THEATRICAL 

Inspection 

Type: ROUTINE INSPECTION 
Date; MAR-12-2004 


Facility meets all standards and regulations at this time. 
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